The Compressor Station bo» 1 on tho -yrratov-Vo&cow ras ]ipo lin 
was about 50 km n-rthrmst of r ?ratov and 25 'km ^ivtfceast of Atkarsk, 

1 to 2 kr from the railroad station in Kologri vovka, Saratov tv-isst* 
The Cirproswor station, covering an area of 100 x itOO motors , • had 
a cooling- irist-.llaiion, tv.o miter basins, one water tow ii r, one vumping 
station, gas tanks and -gas separators, one ccn pros a or house, a 
power station, several workshops, -adriniotratlon buildings, . grr&goc 
and residential building: 0 The p.s tanks served for ran filtering 
The pumping station, the comrns or bouse and the power station had 
several suction a:/ pressure machines, Diesel units., light machines 
and the necessary pressure regulators and measuring instnuientso 
Part of the machinery vr s of American make 0 Some machines mostly the 
motors and generators were manufactured by Siemens a The construction 
of r.he stat on started immediately after the wgr a It v;as put into 
operation in December 19ii6o 
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